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SUBJt FORMAT INFORMATION ON THE 111 -A AND llft-B CAMERAS 
U THE Ul-A CAMERA SYSTEM IS ESSENTIALLY THE lil-B 
CAMERA SYSTEM, WITHOUT A STABILIZED MOUNT* SHOULD IT BECOME 
OPERATIONAL, THE FORMAT AND DATA CHAMBER INFORMATION WILL BE 
THE SAME AS THE It 1-B CAMERA. 

2. PEP VERBAL INSTRUCTIONS, 


CONTACT SIZE SKETCH PRODUCED FROM A TEST NEGATIVE OF A 11 1-B 

ON 13 JULY 1966. 


25X1 A CAMERA VAS GIVEN TO 


25X1 A 


IT CONTAINS TITLING INSTRUCTIONS AND PORTRAYS THE POSITIONS ON 
THE FILM OF THE CLOCK, SHUTTER VELOCITY INDICATOR, MIRROR 
POSITION FRAME NUMBER, AND WRITE-IN DATA BLOCK* FURTHER -pj 
DETAILED INFORMATION ON THE DATA BLOCKS IS NOT PRESENTLY 
AVAILABLE AT 
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